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PP-2-554-14-09 
‘FURTHER INVESTIGATION OF GASTRIC INPEDANEC METHOD FOR DETECTING GASTRIC CONTRACTILE ACTIVEY FRON 
BODY SURFACE 
Chen Ri Xin Ding Tao, Waa Dong Ru, Zou Xiao Xue 
Department of Acupuncture, Jiangxi college of Traditional Chinese Medicine, 
Nangchang,P, R, of CHINA 


We analyzed gastric impedance trac yen 2—4 cpm further to examine the reliability of 
gastric inpedancs tractile activity from body surface, 
[ Methods} Subj Agel surface electrodes were placed on upper 
abdomen, A sa y of 100KHz is applied to 
one pair of electrodes and je variations, consequent on gastric contractile 
activity, detected on the other, Then the signals were amplified, demodulated, filtered € I—6cpa 
active band pass filter to exclude auch respiratory and cardiac interference) and recorded to 
produce a gastric impedance trace regardi tractile activity. In 65 healthy 
volunteers and 60 patients with chronic superficial gastritis, gastric impedance traces before 
and after + with and without setocloprani one, before and after upper 
abdominal discomfort being of occurrence were recorded respectively. 
{ Results] Healthy votunteer’s trace shows 2, 3 
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frequence, 0, 12~0, 245% ang > 0, 15x0, 108 regular wave before and 
after weal respectively, 
After metoclopramidec20 mg) we tered by mouth healthy vol 5 gastric impedance 


plitude and respectively and it was the same with domperidone €20 
Gastric dysrhythwia could be adjusted after domperidon by mouth, 

Gastric impedance trace consequent on abdominal discomfort in patients with chronic superficial 
stritis was completely different from gastric impedance trace before discomfort being of 
occurrence, gastric dysrhythmia was of fre ost of patients with upper 
abdominal discomfort, 
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PP-2-554-14-10 
EXTREMELY HIGH FREQUENCY (EHF)-THERAPY AND SYNDROMES OF 
TRADITIONAL CHINESE MEDICINE IN TREATMENT OF GASTRIC POLYPS. 


Mikhail Teppone, Aleksey Krotenko 
Corporation "Extremely High Frequency" /EHF/, Moscow, USSR 


Extremely High Frequency (EHF)-Therapy is anew method of 
treatment which based on application of different biological 
effects of low level (non-thermal) electromagnetic radiation 
(EMR) of millimetre range. 

13 patients of Gastric Polyps received EHF-therapy with 
individual zones for influence - acupoints, selected on the 
grounds of Acupuncture theory of Traditional Chinese Medicine. 

The most patients had clinical manifestations which we 
considered to be syndromes "Deficiency or Excess of Spleen Luo 
-Channe1" and “Damp-Heat in Stomach and Spleen". 

After 4 months of treatment endoscopic examination showed 
that therapeutic effects were as follows: 5 cases (38,4%) 
with disappearance of one or more polyps, 4 cases (30,8%) with 
diminishing of polyps by more than half of theire original 
size, 3 cases (23,1%) cases with reduction of polyps by more 
than one third of their original size. Only 1 case with no 
obvious change of polyp. For example, patient K. 54 years old 
had 3 gastric polyps: 12, 14, 12 mm. 4 months later only one 
polyp 6 mm was revealed. 
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